THE  FIRE  OF LONDON
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The great Fire of London began on September 2nd, 1666, and raged for five days. Nearly
400 acres of houses were destroyed. The above illustration is taken from the painting by
Stanhope A. Forbes in the Royal Exchange, London, and shows people escaping from the
doomed city by water. Our knowledge of the great Fire of London is considerably enriched by
the diaries of Samuel Pepys and John Evelyn, and by the writings of Daniel Defoe,
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